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UNCLASSIFIED 

PAGE 01 BELEM 00144 13I210Z 
55 

ACTION OC-06 

INFO OCT-OI CCO-00 ISO-00 /007 W 

110282 

R 171050ZNOV 73 
FM AMCONSUL BELEM 
TO SECSTATE WASHDC 0438 
INFO AMEMBASSY BRASILIA 

UNCLAS BELEM 0144 

FOR ARA/OC 

E.O. 11652: N/A 
TAGS: ACOM BR 

SUBJECT: PROBLEMS WITH POST'S TELEPHONE SYSTEM 

POST HAS BEEN EXPERIENCING DIFFICULTIES WITH WESTERN ELECTRIC 
501 KEY SERVICE UNIT TELEPHONE SYSTEM LATELY. RECEPTION ON 
ONE LINE (23-21-96) IS SERIOUSLY IMPAIRED BY HEAVY STATIC. 

LOCAL TELEPHONE COMPANY HAS CHECKED OUT SYSTEM AND ADVISES 
PROBLEM INSIDE KEY SERVICE UNIT. POST HAS CHANGED 400-D KTU 
PRINTED CIRCUITS, BUT THIS HAS NOT ELIMINATED PROBLEM. PHONES 
REVIOUSLY WERE RIGING AND LIGHTS FLASHING INVOLUNTARILY 
(NO ONE ON LIE) BUT THIS PROBLEM SEEMS TO HAVE BEEN CLEARED 
UP WITH CHANGE OE PRINTED CIRCUITS. PLEASE ADVISE SOONEST 
WHAT SUGGESTIONS YOU CAN MAKE TO ELIMINATE STATIC IN PHONE LINE. 
WACKERBARTH 
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